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LET’S TAKE A LITTLE VISIT to one 
of these satisfied users of Delco-Light. Let 
us discover, if we can, why Electricity is 
becoming so important a force on _ the 
farms. Perhaps we can discover, also, why 
every day more than 125,000 users of Delco- 
Light are telling other thousands of farm- 
ers of its advantages. For other thousands 
are turning more and more to Electricity 
as the solution for certain problems of the 
country—problems which each farm family 
must solve for itself. 

Delco-Light is helping with these prob- 
lems. Let us see how it helps in this home. 


A gailon of kerosene 
used as fuel in Delco- 
Light makes four times 
as much light as if 
burned in ordinary 
lamps. 








COME IN! You saw the ‘‘Delco- 
Light Used Here”’ sign at the gate and 
you want to know about how we like 
Delco-Light. 

Well, sir! There isn’t anything we 
like to talk about any better than that. 
Everything about it is fine. One of the 
finest things, of course, is the electric 
light. Ours is the size Delco-Light 
plant that is used on most farms and 
we have more than forty lights alto- 
gether. Here are four lights in this 
fixture in the living room and the same 
in the dining room. In each of the 
other rooms, down cellar and on the 
porches, a single light is a plenty. 
Maybe you can appreciate what it 
means to us to have light in any of 
these places, just by pressing a button, 
with none of the time and trouble it 
takes to light a kerosene lamp — and 
none of the danger. 
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When I start to do the 
feeding I just turn this 
switch and the barn- 
yard is lighted before I 
leave the house. 








HERE, by the door, is a switch that 
turns on the light you see there on a 
pole between the barn and garage. 
When I start to do the feeding before 
daylight in the morning, or if the dog 
barks after night, or any of the stock 
makes an unusual noise, I just turn 
the switch here and the barnyard is 
lighted before I leave the house. 


I can turn the same light on or off 
from the barn, too, or from the garage. 
When we drive in at night there’s no 
time lost hunting a lantern. Just a 
turn of the switch and on comes the 
light. The wind won’t blow it out, 
either. 

With this light and the porch lights, 
we can make the surroundings pretty 
bright. The women folks feel safe 
enough if they are left alone at night, 
with Delco-Light on guard. 





WE have electric lights all around in 
the barn and the other buildings — I 


think about twelve of them —and we 


make good use of them when doing the 


morning and evening chores a little ’ 


early or late. We are more apt to be 
doing them by artificial light, too, since 
we got Delco-Light, and that gives 
us more daylight for the regular work. 


We havea light up against the rafters 
there to light the haymow. Then there 
is a good light on the main feeding 
floor, lights back of the horse stalls 
and in the cow stable. With these 
lights on, we can hurry from place to 
place, using both hands, instead of 
burdening one with a lantern. We do 
the chores quicker with Delco-Light. 


The water in this watering trough is 
pumped with a Delco-Light Water 
System which I will show you presently. 
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The stock are watered 
here without any 
pumping. Just turn 
the faucet. 
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Electric Power means 
more in the country 
home than it does in 
the city home. 








WITH Delco-Light we have just as 
fine electric light out here in the coun- 


try as any city home can enjoy. 


And electric power! I wonder if you 
realize how many instances there are 
where we can use electric power and 
save time — to say nothing of saving a 
lot of hard work. 


We’re milking fourteen or fifteen 
cows, using a milking machine run by 
Delco-Light. We are using a three-unit 
milker and my thirteen-year-old boy 
can look after that milker and do the 
milking about as quickly as two men 
could do it by hand. That leaves two of 
us free for other work and gives the boy 
a right responsible job, of which he 
naturally is proud. A small motor does 
the work with only a few cents’ worth 
of electricity. 


THE Delco-Light current is so easily 
carried about, we use it in a great 
many places and for many purposes. 
It is handy to have a motor that can be 
moved about and used anywhere and 
the Delco-Light Power Stand just fills 
the bill. I use it for the cream separa- 
tor, the grindstone, the fanning mill, 
bone-cutter, a little grinder—in short, 
for any of the machines around here 
that we used to turn with a crank. 

That’s one of the finest things elec- 
tricity has done for us — cut out turn- 
ing cranks. You know, there’s some- 
thing so aimless about turning a crank, 
anyway—just going ’round and ’round, 
never getting anywhere. A lot of people 
travel through life that way, I believe, 
just as I was doing until I found out 
about Delco-Light and threw away the 
cranks. 





The Delco-Light Power 
Stand often takes the 
place of another man 
at a cost of 2 cents an 
hour. 
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Delco-Light renders 
steady, helpful service 
to my wife every day in 
her work about the 
house. 
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BUT let’s get back to the house. 
Don’t think that I am getting all the 
benefit from Delco-Light out at the 
barn. That is only a small thing com- 
pared to the steady, helpful service that 
Delco-Light brings to my wife in her 
work every day about the house. 

Electric motors run by Delco-Light 
and electricity used in various ways are 
employed every day about our house. 
Work is done with electricity — work 
that used to be done by hand—and the 
result is a tremendous saving of labor 
at tasks that women find so hard to do. 

For example, on washday Delco- 
Light runs a motor that turns the 
washing machine and wrings the 
clothes. On ironing day it furnishes 
electricity to heat the flat-iron. We 
run the churn with the Delco-Light 
Power Stand. 


THE floors are swept with an electric 
vacuum sweeper. All the hard work of 
sweeping, with a broom is done away 
with and the dust and dirt are sucked 
up into the air-tight bag, in the 
modern way—the healthful way. Elec- 
tric fans cool the kitchen while wife 
works there in the hot weather, and 
the dining room, too, at mealtime. On 
hot summer nights they drive the 
heated air from the bedrooms and keep 
them cool and comfortable. 


There seems to be no limit to the 
things we can do with Delco-Light, to 
save time or to make things more com- 
fortable or enjoyable for someone. 
Some instance arises almost every day 
where electricity can be used to just as 
good advantage as this. Two cents’ 
worth of electricity from Delco-Light 
will run the Power Stand an hour. It 
has been a long time since hand labor 
has been quoted as low as that. 





There seems to be no 
limit to the things we 
can do with Delco- 
Light. 
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DELCO-LIGHT 


Highest efficiency: 
Most electricity per 
gallon of fuel. 


alve-in-head 
engine: Type used in 
airplanes. 


Self-cranking 
Self-stopping 


Ball and roller 
bearings. 


One place to oil. 


o belts. 


Test plants still 
operating after runs 
equalling 29 years 
actual farm service. 
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The Delco-Light Plant 


NOW you must see Delco-Light, the electric plant that 
is responsible for all the electric service I’ve shown you. 


Here it is, in the garage. No, it doesn’t have to be in 
a frost-proof room. You see, Delco-Light is air-cooled 
and it can be installed anywhere, indoors or out. It 
doesn’t need an expert to take care of it either. Our boy, 
here, looks after ours. Any 12-year-old boy can do as 
well. 

Here’s the starting switch, for Delco-Light has a self- 
starter. You pull this up to start it and slide over the 
little lever on the mixing valve — that’s all. 


The engine is valve-in-head. I understand that is the 
type they use on airplane engines. You know they’ve 
just got to be dependable and efficient, and Delco-Light 
is certainly all of that. Fuel? I run it on kerosene. 
Yes, you could use gasoline if you wanted to, but 
kerosene will give you just as much electricity as the 
other kinds of fuel and it makes pretty cheap electricity. 


This is a 32-volt plant and there are sixteen big clear 
glass cells in the storage battery. You can see just when 
to add distilled water and what the condition of the 
battery is, because the cells are glass. The battery 
plates, you will notice, are extra thick and they have 
both wood and rubber separators. These and the big, 
free space beneath the plates are things that give the 
Delco-Light battery longer life than you expect from 
the ordinary battery. 
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I TOLD you I would show 
you the Delco-Light Water 
System. Here it is, in the 
basement. As you see, it will 
fit into a space fifteen inches 
wide, thirty-one inches long 
and thirty-four inches high. 
The pump and its motor are 
direct-connected, built to- 
éether so that the pump must 
turn with the motor, without 
any connecting belt to slip 
or break. It will pump up to 
350 gallons of water an hour. 


It is entirely automatic in 
its operation. Just come here 
to the kitchen sink. I turn 
the faucet and you see the 
water gush out with great 
force, because it is stored in 
that small pressure tank at 
about fifty pounds pressure. 
Now, [ll let the water run un- 
til the pressure is down a lit- 
tle, then notice that the pump 
starts running. It will run 
until I turn off the faucet and 
the pressure is built up again. 


Running water under pres- 
sure is one of the finest fea- 
tures that Delco-Light gives 
us. Here is water right at 
hand, here in the kitchen. 
Wife used to carry it from the 
well in the dooryard, in all 
kinds of weather, but not any 
more. You noticed the laun- 
dry tubs in the basement. 
There’s running water in the 
basement and that helps out 
on washday, too, along with 
the electric washing machine. 


Then upstairs is the bath- 
room with all the conven- 
iences that it ought to afford 
and freedom from the ex- 
posure that my family had to 
endure until we put this in. 





The Delco-Light Power Stand 


is a quarter-horsepower motor, mounted on a three-legged stand. 
These legs are rubber-tipped. The motor can be placed on any sur- 
faced floor and is light enough to carry around by the handle on top. 

It has a patented, adjustable brace rod and can be attached 
instantly and firmly to any appliance which it is to operate. The 
pulley has five different sized steps, one of them flat, for a flat 
belt, the others for a round belt. This arrangement gives us the 
proper speed for running any machine. 

We got pulleys of proper size from the Delco-Light Dealer to re- 
place the cranks on our cream separator, churn, and so on, and the 
Delco-Light Power Stand will run any of them for 2 cents an hour. 
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IVVE shown you _ Delco- 
Light and I’ve tried to explain 
to you what Delco-Light 
Electric Service is and what 
it does for us. 


But there’s something 
about it I find difficult to put 
into words, and I wonder if 
you have discovered, while 
looking over our home, what 
that something is. 


We are finding joys in life, 
my wife and children and I, 
since this new force, electric- 
ity, came to dwell with us — 
joys that escaped us before. 
Delco-Light, making our 
daily path lighter and easier 
to travel, has given us a new 
capacity for enjoyment, a 
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new vision, a fine, far 
view across a horizon 
to which our eyes, 
somehow, were never 
lifted before. 


We come to each new 
day with zest and cheerful 
anticipation of the activi- 
ties which that day prom- 
ises. We go to our rest 
each night with hearts 
filled with joy and with 
thankfulness because 
modern invention has 
placed before the world so 
splendid an achievement as 
Delco-Light, and because we 
have put forth our hands and 
taken it to ourselves. 


DELCO-LIGHT—The Light 


and Power Plant with the 


famous valve-in-head 


engine—type used 


on airplanes. 





The Light and 


Power Plant 


with over 


125,000 
Satisfied 


The Light and 


Power Plant that 


Users. 


pays for itself. 
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There isa DELCOLIGHT Plant 


» tomect your needs 





DELCO-LIGHT No. 766 
34 Kilowatt 


For motor boats, summer cot- 
tages, small farms, camps. 


Output, 750 Watts 
32 Volts 
160 Ampere Hour Battery 
Air-Cooled 
Valve-in-Head engine 
Runs on Gasoline or Kerosene 
Direct-Connected 


Self - Cranking — Stops 
Automatically 


Delco Battery Ignition 


Automatic Oiling —Only 
one place to oil 


Dimensions, 21’ x 13” x 21” 
Weight, 185 Ibs. 





DELCO-LIGHT No. 758 


Same plant with 80 A. H. 
battery 
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DELCO-LIGHT No.1266 


1144 Kilowatt 
For general farm service and 
motion picture theaters. 
Output, 1250 Watts 
32 Volts 
160 Ampere Hour Battery 
Air-Cooled 
Valve-in-Head engine 
Runs on Gasoline or Kerosene 
Direct-Connected 


Self - Cranking — Stops 
Automatically 


Delco Battery Ignition 


Automatic Oiling — Only 
one place to oil 


Dimensions, 20” x 25” x 32’ 


Weight, 360 Ibs. 


DELCO-LIGHT No. 116 
1 Kilowatt 
1000 Watts output 
32 Volts 


Same mechanical specifica- 
tions as above. 
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DELCO- LIGHT No. 320 
2% Kilowatts 


A plant for largefarms, hotels, 
country clubs and estates. 


Output, 2500 Watts 
110 Volts 
160 Ampere Hour Battery 
Air-Cooled 
Valve-in-Head engine 
Runs on Gasoline or Kerosene 
Direct-Connected 


Self - Cranking — Stops 
Automatically 


Delco Battery Ignition 


Automatic Oiling — Only 
one place to oil 


Dimensions, 22” x 32’ x 42” 


Weight, 675 Ibs. 


See 


=F. 


Delco-Light Pulley Plant 
No. 1286 
114 Kilowatt 


Delco-Light 
Portable Plant 


(Not to be used in connection 
with storage batteries.) For 
110 volt service. Full load 
output 1000 watts. 


‘Uses: Installations such as 
camps, dredges, oil rigs, flood 
lighting, and other instaila- 
tions which require a porta- 
ble, non-battery, 110 volt 
plant. 







The Delco-Light 
Pulley Plant is for 
installation where it 
is desirable to oper- 
ate pump or other 
appliances direct 
from the pulley on 
fly-wheel end of the 
crankshaft or froma 
lineshaft. 


Output 1250 watts; 
32 volts; 160 Ampere 
hour battery. Me- 
chanical specifica- 
tions same as 1% 
Kilowatt plant No. 
1266. (See page 17). 
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The Delco-Light Factory at Dayton, Ohio 
Over one million square feet of floor space 


devoted exclusively to the manufacture of elec- 
tric light and power equipment for farm use. 


A DELCO-LIGHT Dealer in every County 


DELCO-LIGHT COMPANY 
Dayton, Ohio 


